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PART III 


Factories and Boilers Department 

NOTIFICATION 


No. T2/1958/2015/F&B. 


19th January 2017. 


Result of Boiler Operation Engineer’s Examination-2016 

The candidates with the following Registration numbers are declared passed in the Boiler Operation Engineers 
Examination 2016 conducted at Government Engineering College, Ramavarmapuram Road, Thrissur, Kerala State on 
12th & 13th of November 2016 (Written and Drawing examination) and M/s BPCL Kochi Refinery, Ambalamugal, 
Emakulam, Kerala State on 19th and 20th December 2016 (Oral and Practical Examination). 


Registration Numbers 


16002 

16004 

16005 

16006 

16007 

16008 

16009 

16016 

16018 

16020 

16021 

16027 

16035 

16040 

16041 

16042 

16044 

16045 

16046 

16047 

16048 

16050 

16054 

16055 

16058 

16059 

16063 

16068 

16069 

16072 

16081 

16090 

16097 

16100 

16103 

16113 

16118 

16124 

16128 

16129 

16137 

16138 

16146 

16149 

16151 

16026 

16070 

16082 




Office of the Director of 


Factories and Boilers, 

Kumarapuram, Medical College P. O., 
Thiruvananthapuram. 


(Sd.) 

For Director of Factories & Boilers. 












